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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


SECOM-D-359 


14 AUG iyyz 


MEMORANDUM FOR; Mr. John B, K, Labarre 
Director, Office of Current Assessments 
Department of Energy 


FROM; Robert W. Gambino 
Chairman 
SUBJECT; SCI Access Requirements 


In response to your letter of 3 August 1978, please be 
advised that members and alternates of the DCI Security Com- 
mittee and its Standing subcommittees should be authorized 
access to SI and TK information. The access requirements for 
participation in Committee working groups are a function of 
the sensitivity of the issue or subject which the group is 
concerned with, and will be stated by the working group chair- 


man at time of organization. 


fr Robert W. Gambino 
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